 Have you ever thought about the number of components used in the ordinary bulbs? Well ordinary bulbs have a number of restricted materials used that have damaging effects on the environment, but at the same time increases risk of financial loss. However LED's are made shockproof as the light emitting technology does not get affected by the shocks. There are some hidden benefits that most of the people don't know. The cost of the LED light bulbs is much lower than that of other bulbs that use lead or mercury. LED flood lights have reduced re-lamp frequency; re-lamp frequency should be as much as it could be because it increases the life of the LED bulb. Most people don't have this information because LED's are being used as a cost saving lighting experience. The automotive industry is now shifted to the LED technology  because of its usefulness and secondly LED's consume less amount of the battery as compared to the other bulbs. Filament bulbs cannot withstand the vibrations; LED's aremade  vibration proof and can be used at the places where there is a constant vibration. LED downlighters can be used indoors because these LED's are developed with the viewpoint that they don't require much air. There is no harm in using these LED's because without the filament there are no ultraviolet and infrared radiations. It is recommended that LED must be used in  a type of environment for which they are typically designed. However, air flow is required for the long lasting of the bulb. As there is no use of the filament in Mr16 led bulb, the heat generated by an LED bulb is very much lower. The ordinary bulbs are not shockproof, the filament inside the ordinary bulbs is sensitive and can get detached very easily even with the small amount of the shock. Another property of the LED's that most of the people are unaware of is the vibration that a bulb can withstand. What interesting to note here is that there is no such material used that are prohibited by the environmental authorities? LED downlighters don't use lead or mercury, and that is the <a href="http://www.new-lights.com/product/t5-fluorescent-lamp.html">T5 Fluorescent Lamp</a> reason why these LED's have no emissions at all. The advance optical design of GU10 LED Bulbs makes them tough. Eco-friendly is one of the terms used in LED light bulbs, as you can have an idea from the name of the technology, eco-friendly products are preferred by the people and the manufactures also recommend eco-friendly products to the users. However, there are other advantages as well that play an important role in making LED's way more versatile than any other bulb.It is a common perception that LED lights are way better than other ordinary bulbs because of the amount of electricity they consume. The halogen bulbs are being now completely phased out by LED because halogen bulbs are <a href="http://www.new-lights.com/">LED Bulbs</a> not only expensive but also have a high maintenance cost. For the best lighting experience you should switch to LED..GU10 LED Bulbs can be used at the places where is no airflow